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A. BROWN ROT OF PEACH
(Sclerotinla fmcticola]

The   source   of  infection   was   the   blighted
blossom just below the rotted peach

(From U.S.D.A. Tech. Bull. 328)
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B. TWIG BLIGHT OF PEACH

following infection of a flower by Sclerotinla

laxa.   Note the pale cankered area around

the infected flower

PLATE XIX